190     DOCKETED
E.  NRC Safety Evaluation Report (SER), suppls & correspondence
8503070319 Advises of completion of in situ test of HPCS svc water pump to resolve concerns re flow-induced vibrations (FIV), per SSER 4.Test documented in NUTECH Rept MPL-Q6-221. Supporting documentation encl.
DALE.LF. Mississippi Power & Light Co. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 6pp. 29260:280-29260:285.
F.  Security, medical, emergency & fire protection plans
8503070312 Ack receipt of scope & objectives for facilities emergency preparedness exercise scheduled for 850227.Submitta! appears to fulfill min requirements for exercise. BROWNLEE.V.L Region 2, Office of Director. 85/01/29. RICHARDJ.B. Mississippi Power & Light Co. 1p. 29266:361-29266:361.
8503070198 Rev 4 to Emergency Plan Procedure 10-S-01-19, "Personnel Injury." VW 850228 Itr.
HURLEY.J., DALE.LF. Mississippi Power & Light Co. 85/02/28. GRACEJ.N. Region 2, Office of Director. 10pp. 29261:072-29261:081.
8503290223 Forwards Rev 11 to physical security plan.Rev withheld (ref 10CFR2.790 & 10CFR9.5).
RICHARD.B.J. Mississippi Power & Light Co. 85/03/14. GRACE.J.N. Region 2, Office of Director. 3pp. 29563:281-29563:283.
8503270450 Revised emergency plan implementing procedures.including Rev 7 to 10-S-01-1 re activation of emergency plan.Rev 5 to 10-S-01-4 re site area emergency.Rev 6 to 10-S-01-5 re general emergency & Rev 3 to 10-S-01-8 re fire.W/850319 Itr. DALE.LF. Mississippi Power & Light Co. 85/03/19. GRACE.J.N. Region 2, Office of Director. 122pp. 29523:001-29523:122.
J. Insurance & indemnity information
8503130203 Forwards Endorsements 29-33 to NELIA Policy NF-257 & Endorsements 11-14 to MAELU Policy MF-106.
DALE.L.F. Mississippi Power & Light Co. 85/03/01. KERR.G.W. Office of State Programs, Director. 10pp. 29498:023-29498:033.
Q. inspection reports, IE Bulletins & correspondence
8503080268 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if matls considered proprietary. OLSHINSKIJ.A. Region 2, Office of Director. 85/02/05. RICHARD.J.B. Mississippi Power & Light Co. 2pp. 29285:066-29285:067.
8503060193 Forwards summary of 850109 meeting w/Region II near-term OL applicants in Atlanta.GA re recent insp findings & regulatory issues.Agenda encl. GRACE.J.N. Region 2, Office of Director. 85/02/08. RICHARD.J.B. Mississippi Power & Light Co. 57pp. 29251:010-29251:067.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-fnduced Valve Failures." Svc list encl.
JQRDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018. "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08, Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
S. Reportable occurrences, LERs & related correspondence
8503080224 Further response to FOIA requests for documents re NRC proposed estimated schedules for review of TDI Owners Group site data,consultant reviews & OL proceedings.Forwards App A documents.Documents also available in PDR, FELTON.J.M, Division of Rules and Records. 84/10/04. BELL.N. Nuclear Information & Resource Service. 2pp. 29301:033-29301:034.
-8409270749 Forwards TDf diesel status summary rept for 840831. BERLINGER.C.H. Division of Licensing. 84/09/11. MIRAGLIA.F.J. Division of Licensing. 19pp. 29301:035-29301:053.
-8503080291 Std order for DOE work: "Assessment of Diesel Engine Reliability/Oper-ability." Related info encl.
EISENHUT.D.G. Division of Licensing. FIN B-2952-4. 84/02/22. 28pp. 29301-054-29301:085.
8412130296 Forwards final QA verified rept, "Design Review of TDI R-4 & RV-4 Series Emergency Diesel Generator Cylinder Blocks." RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/11. DENTON.H.R.   Office   of   Nuclear  Reactor   Regulation,   Director.   1p.  27901-004-27901:138.
-8A1213C334 "Dosigr Review of TDI R-4 & RV-4 Series Emergency Diesel Generator Cylinder Bleeps."
*   Failure   Analysis   Associates.    FAAA-84-9-11.   84/12/31.   125pp.   27901-005-27901:138.
8503130048 Final Part 21 & deficiency rept re possible failure of polycarbonate bowls on air filters for TDI engine control panels.lnitially reported on 850213.Polycarbonate bowls replaced w/metal bowls.
DALE.L.F. Mississippi Power & Light Co. 85/02/18. GRACE.J.N. Region 2 Office of Director. 1 p. 29366:348-29366:351.
8503140073 Interim Part 21 rept re heat load of EMD diesel engine Model 645 w/auxil-iaries & accessories.lnitially reported on 820901.Plant-specific evaluations encl JONES.W.F. Morrison-Knudsen Co., Inc. 85/03/01. GRACE.J.N. Region 2 Office of Director. 99pp. 29351:282-29352:019.
8503180316 Part 21 rept re potential defect in component of DSR or DSRV standby diesel generator.Potential problem may exist w/check valve.supplied by Williams Gauge Co.in on-engine mounted starting air piping.causing engine nonavailability BOYER.R.E. Transamerica Delaval, Inc. 85/03/12. Director's Office, Office of Inspection and Enforcement. 5pp. 29386:252-29386:256.
8503190573 Interim Part 21 rept re potential problem w/check valve.Util performed only visual exam of valve disks.Name plates of valves will show company names Clov Corp & Williams-Hager Co.
BOYER.R.E. Transamerica Delaval, Inc. 85/03/14. Director's Office, Office of Inspection and Enforcement. 1p. 29407:078-29407:078.
8503210419 Part 21 rept re potential defect in oil plugs in crankshaft of DSR or DSRV-16 standby diesel generator.Replacernent of 22 gauge plugs w/16 gauge plugs recommended.AII affected sites notified.                                                                 K y
BOYER.R.E. Transamerica Delaval, Inc. 85/03/18. Director's Office, Office of Inspection and Enforcement. 7pp. 29462:330-29462:336.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19 DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp 29516:335-29516:340.                                                                                                  K
DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3
A. Application/construction stage documents & correspondence
8503200321 Forwards 1,058 oversize electrical,instrumentation & control drawings described in FSAR Section 1.7.1.Aperture cards available in PDR. COUNSIL.W.G., FEE.W.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities) COUNSIL.W.G. Northeast Utilities. 85/01 /28. YOUNGBLOOD.BJ. Licensing Branch 1. 2pp. 29428:130-29428:131.
8503040233 Forwards Procedure EA-062, "Program for Completion of Engineering Assurance In-Depth Technical Audits.Millstone Unit 3 Project," per 850211 meeting discussionProgram describes NRC involvement in audit process. COUNSIL.W.G., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). COUNSIL.W.G. Northeast Utilities. 85/02/19. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 29184:179-29184:192.
-8503040239 Procedure EA-062, "Program for Completion of Engineering Assurance In-Depth Technical Audits.Millstone Unit 3 Project."
*   Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/02/19. 12pp. 29184:181-29184:192.
8503110474 Application for amend to CPPR-ll3,reflecting exemption from GDC-4 requirements re dynamic effects of RCS main loop pipe breaks & revising Paragraph 3.C of CP.
COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL.W.G. Northeast Utilities. 85/03/01. YOUNGBLOOD.BJ. Licensing Branch 1. 2pp. 29288:287-29288:288,
8503120039 Notification of 850304-08 audits in Waterford.CT to perform seismic qualification review & pump & valve operability audits to confirm implementation of qualification programs,
DOOUTTLE,E.L.   Licensing   Branch   1.   85/03/04.   YOUNGBLOOD.B.J.   Licensing Branch 1. 3pp. 29339:074-29339:076.
8503120198 Forwards environ qualification rept for safety-related equipment.per 10CFR50.49 & SER (NUREG-1031).
COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL,W.G, Northeast Utilities. 85/03/06. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 29320:122-29322:334.
-8503120204 "Environ Qualification of Electrical Equipment Rept, Millstone Nuclear Power Station.Unit 3."
*  Northeast Nuclear Energy Co. (subs, of Northeast Utilities). * Northeast Utilities. 85/ 03/06. 931pp. 29320:124-29322:334.. 85/03/15. RICHARD.J.B. Mississippi Power & Light Co. 11pp. 29542:008-29542:018.
